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ST.  ANTHONY  CHURCH,  Wail uku,  Maui,  Hawaii. 
The  first  frame  building  was  constructed  in 
1855.  Concrete  church  was  built  in  1919  and 
extended  on  both  sides  to  present  size  in 
1940.  The  Church  is  situated  on  a  14  acre 
campus  which  includes  the  St.  Anthony  Boys' 
and  Girls'  Catholic  Elementary  and  High 
Schools  staffed  by  the  Sacred  Hearts  Fathers, 
Brothers  of  Mary  and  the  Maryknoll  Sisters. 
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